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and connected in which water-closets are not supplied and maintained in accordance 
with this regulation Bhall, on the order of the board of health, be forthwith vacated 
and shall not again be occupied or let as a dwelling until so supplied. 

3. Privy vaults and cesspools not to be built without a permit. — No person shall build 
or cause to be built any privy vault or cesspool without permission of the board of 
health, and unless such privy vault or cesspool is constructed in a thorough and sub- 
stantial manner, lined with stone, brick, or other suitable material of sufficient thick- 
ness and strength to prevent the walls from falling in, and located so that the inside 
of the same shall be at least 3 feet distant from the line of any adjoining lot or street 
and at least 20 feet distant from the bank of any pond, drain, or water course. Every 
cesspool shall be of sufficient size to contain at least 80 cubic feet, measured from a 
level 18 inches below the surface of the ground, and when not water-tight shall be 
at least 20 feet from the outside of the cellar wall of any tenement or dwelling and 
30 feet distant from any well, spring, or any other source of water supply used for 
culinary or domestic purposes. 

4. Privy vaults and cesspools to be kept in proper repair and emptied when required by 
the board of health. — The owner or occupant of premises in which there is any private 
sewer, drain, privy vault, or cesspool shall cause the same to be kept in thorough 
repair. Every privy vault and cesspool shall be emptied and cleansed whenever 
required by the board of health. If the owner or occupant of any tenement or build- 
ing neglects to empty and cleanse a privy vault or cesspool connected therewith 
within 48 hours after notice to do so, the board of health may have the same emptied 
and cleansed and have the expense thereof collected from the owner. 

5. Privy vaults and cesspools when discontinued to be filled with proper material. — The 
owner or occupant of premises in which there is any privy vault or cesspool, the use of 
which is discontinued, shall cause the same to be emptied of its contents, and filled 
with earth, sand, gravel, or ashes. 

6. Privy vaults and cesspools not to be emptied without permission from the board of 
health. — No person shall empty any cesspool or privy vault, or carry or empty any 
night soil or other offensive matter in any street or ne*ar any house except by permis- 
sion of the board of health. 

7. Buildings to be connected with the sewer. — Every building situated on a public or 
private street, course, or passageway in the city of Newton, in which there is a public 
sewer, shall be connected by a good and sufficient particular drain with such public 
sewer when required by the board of health. 

8. Catch basins to be used in certain cases. — No person shall discharge any contents of 
any privy vault, manure pit, or carriage wash into a sewer except through an inter- 
vening catch-basin, the outlet pipe of which shall be high enough above the bottom 
to prevent any but liquid contents from passing over into the sewer. A sufficient trap 
shall be placed in every private drain connecting such catch-basin with a sewer. 

Buildings and Premises — Sanitary Regulation. (Reg. Bd. of H., Mar. 15, 1915.) 

Chap. 8. 1. Rubbish', etc., to be removed. — Every owner and every occupant of any 
building or premises in or upon which is any dead animal, rubbish, or filth of any kind, 
shall when ordered by the board of health remove the same within such time as shall 
be stated in the order. 

2. Manure; how to be used. — No owner or occupant of land shall permit decaying 
animal or vegetable matter, contents of vaults, privies, or cesspools to remain thereon 
for purposes of fertilization without being immediately ploughed in or otherwise ren- 
dered inoffensive. 

Note. — Nothing in the above section shall be construed to prevent the use of well- 
rotted manure as top dressing; the spreading of manure upon land used for agricultural 
purposes when the same is to b« ploughed under, nor the storing of manure upon fields 
in localities devoted to farming. 
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Chap. 18. 1. Refuse, etc., in dwellings.— No old rags, old papers, or other refuse mate- 
rial shall be brought into or allowed to remain within any building used as a dwelling, 
if gathered from any place outside such building. 

Nuisances. (Reg. Bd. of H., Mar. 15, 1915.) 

Chap. 8. 3. Rubbish, etc., not to be thrown in streets, etc. — No person shall throw into 
or leave in or upon any street, court, square, lane, alley, public inclosure, or any pond, 
stream, or body of water within the limits of the city any dead animal, rubbish, or 
filth of any kind, or any refuse, fish, animal or vegetable matter whatsoveer. 

4. Drainage and filth not to be allowed to run out on the surface of the ground. — No 
owner or occupant of any tenement or building shall permit any sewage, garbage, con- 
tents or drainage of a privy vault or cesspool, or sink drain, or other filth from said 
tenement, building, or premises, to empty on the surface of the ground or enter into 
any drain, brook, stream, or pond of water. 

Garbage and Refuse— Collection of. (Reg. Bd. of H., Mar. 15, 1915.) 

Chap. 9. 1. How to be kept. — All house offal and refuse animal or vegetable sub- 
stances shall be placed in suitable water-tight vessels and kept in a place convenient 
for removal by persons duly authorized by the board of health. Such vessels shall 
be kept covered and not permitted to become offensive. 

2. Suitable receptacles to be provided. — The owner, agent, or lessee of every building 
occupied as a dwelling by three or more families shall provide suitable receptacles for 
ashes, rubbish, and garbage, and shall not allow any ashes, rubbish, or garbage to be 
thrown in or about the yard or premises. 

3. House offal and garbage not to be removed without permit. — No person unless author- 
ized by the board of health shall handle, disturb, or remove the contents of any recep- 
tacle for ashes, garbage, or rubbish of any kind placed in yards, passageways, or public 
or private streets. 

Grease— Collection of. (Reg. Bd. of H., Mar. 15, 1915.) 

Chap. 10. 1. Permit for. — No person shall remove from any dwelling house or other 
place any grease or refuse fatty matter without first obtaining a permit so to do from 
the board of health. Said permit must be renewed annually on the 1st of May. 

Spittoons in Factories. (Reg. Bd. of H., Mar. 15, 1915.) 

Chap. 11. 1. Spittoons. — The board of health hereby recommends the following 
as a spittoon for factories in accordance with section 2, chapter 503 of the acts of 1907: 
The spittoon to be of metal or hard glazed pottery or of such other nonabsorbent mate- 
rial as may be satisfactory to the board of health, with sides not less than 3J inches 
high and with an opening not less than 5 inches in diameter. 

2. Number. — The number of spittoons required shall be deterjnined for each factory 
individually, but shall not be less than one for every 6 male and one for every 20 
female employees. 

Schools— Medical Inspection of Pupils. (Reg. Bd. of H., Mar. 15, 1915.) 

Chap. 12. 1. Inspection. — The schools of the city shall be inspected medically under 
the direction of the board of health, in a manner to conform with the requirements of 
the law and the regulations of the board of health. 

2. Medical inspectors to act as agents. — The medical inspectors of schools are hereby 
made agents of the board of health for the purpose of compelling the observance of its 
requirements and are given the powers necessary to enforce their authority. 



